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OIA/TECH-1 5/79 
9 April 1979 


MEMORANDUM FOR: | 

Chief, Systems Analysis Staff 

SUBJECT : OIA Comments on, the Final Draft of the SAFE Priority 

Paper 


The Office of Imagery Analysis has reviewed the referenced draft 
and supports the concept and priority order presented. 

STAT 

SAFE Coordinator 
Office of Imagery Analysis 
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